To: Wise, Robert[Wise. Robert@epa.gov] 

Cc: Guria, Peter[Guria. Peter@epa.gov] 

From: DeFao, Joseph 

Sent: Tue 9/1/2015 6:55:17 PM 

Subject: Gold King Mine SAP/QAPP 

R9-GKM-SAP-QAPP-20150901.pdf 

R9-GKM-SAP-QAPP R9-201 50901 .docx 

GKM SAP-QAPP Add 1 - Surface Water and Sedimentdocx.pdf 


Hi Rob, 


Attached is the Gold King Mine final SAP/QAPP in both PDF and Word and the first addendum 
as a separate PDF. All appendices are included except for Appendix B, which is the Savannah 
Test America SOP. That was a 36 MB file alone, so I didn’t want to shut down your email 
inbox. We’ll need to figure out another file transfer system for that, or we could send it on a 
CD. Please let me know if you have any questions or need anything else. Thanks. 


-Joe 



Joe DeFao 
Program Manager 
Weston Solutions, Inc. 
1340 Treat Blvd., Suite 210 
Walnut Creek, CA 94597 
925.948.2677 (Office) 
925.212.3101 (Mobile) 
ioe.defao@westonsolutions.com 
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